


OF 8 APRIL 1991, ARMY SECURITY OFFICIALS DISCOVERED A BOMB ON A 
BRIDGE IN BUCALEMU SCHEDULED TO BE TRANSITED BY ARMY COMMANDER 
IN C HIEF GENERAL AUGUSTO ((PINOCHET)) ENROUTE TO THE ARMY 
ENGINEERING SCHOOL NEAR SAN ANTONIO. 
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— AR MY-«QQ LP--NGT~PPBLiei2E--roE^IF0RMATI0N-AS • E V LDEaiCE-OF-TERRORISM 
DIRECTED AT THE ARMY TO HELP JUSTIFY ITS REQUEST FOR A LARGER 
TERRORISM ROLE/BUDGET.) 
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